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RULES AND REGULATIONs-1960
RULES AND REGULATIONS
AGRICULTURE COMMISSIONER
Promulgated under authority of Section 66-163, Code of Laws of
South Carolina, 1952
Weights and Measures
(Filed in the office of the Secretary of State September 2, 1959)
The Regulation entitled "Farm Milk Tanks" filed in the office of the
Secretary of State September 12, 1956, is hereby revoked and repealed, and
the following regulation is hereby adopted:
The specifications, tolerances, and regulations for commercial weighing
and measuring devices, together with amendments thereto, as recommended
by the National Bureau of Standards, and published in National Bureau of
Standards Handbook 44 and supplements thereto, shall be the specifications,
tolerances, and regulations for commercial weighing and measuring de-
vices in the State of South Carolina; provided however that no provision
of this regulation shall conflict with the laws of the State of South
Carolina.
To become effective on date of filing.
A copy of the National Bureau of Standards Handbook 44 is filed in
the office of Secretary of State. Those interested should refer to this copy.
Butterfat Content and Weight of Milk Law
Promulgated under authority of Section 32-1609.7, Code of Laws
of South Carolina, 1952
(Filed in the office of the Secretary of State June 22, 1960)
The following Rules and Regulations are established and promulgated in
regard to the enforcement of the Butterfat Content and Weight of Milk
Law, Title 32, Chapter 12, Article 1.1, Code of Laws of South Carolina,
1952, in lieu of the rules and regulations now in effect:
1. TESTS:
1.1 The Babcock Test is declared the official method to be used in com-
pliance with this act. One modification is permitted but not required.
Nine milliliters of a 50% quaternary ammonium compound prepara-
tion may be added to each liter of the sulfuric acid regularly used.
1.2 The text, "Techniques of Dairy Plant Testing", by E. F. Goss, pub-
lished by, and obtainable from, the Iowa State College Press, Ames,
Iowa, must be used as the guide in making this test.
1.3 A record of each test or each group of tests must be dated and re-
corded by the licensed tester. Records must be kept on file for at
least six months.
1.4 Preserved composite samples that show mold growth, evidence of
churning or other signs of improper care during the sampling period


